Fair Radio Sales Co. 


aes Be : P. O. Box 1105 -- 1016 E. Eureka St. 
STUFLER F430 ima Ohio 45802 419/227-6573 


ODDS & ENDS, LEFTOVERS, ETC. sold as "reparable”™ --many at REDUCED prices. 
Effective thru 8-1-80. Please indicate STUFFER #4-80 when ordering. 


MATRIX PRINTER ‘KLYSTRON POWER SUPPLY 


“VICTOR. COMPTOMETER MODEL tPM-130 
MATRIX PRINTER; usep IN POINT- By Woes « GENERAL MEGA BAGE MODEL 
OF*SALE REGISTER SYSTEMS. aera i= oe 303 KLYSTRON POWER 
UNIT HAS THE FOLLOWING FUNC= jx: 2. ne ey SUPPLY; BEAM Maine 
TIONS; LINE FEED, RETURN, a VARIABLE FROM -250 To 
AND CARRIAGE Forwarp. WITH -400 votts at 30 To 50 
SEVEN PRINT SOLENOIDS. Con- MA. MAXIMUM. REFLECTOR 

TROL ELECTRONICS NOT AVAIL- VOLTAGE VARI ABLE FROM 
ABLE; NO COVER. SCHEMATIC IN- 0 to -900 vo_ts @ 10 UA. 
veo 1 Sipe 115 a REFLECTOR VOLTAGE IN- 

5 z. 84x103x4; 13 LBs. $149757 TERNALLY MODULATED AT 
rena [000 HZ SQUARE WAVES ADJUSTABLE UP TO 

110 VoLTS PEAK To PEAK. EXTERNAL MODULA- + 
TION VLA FRONT PANEL TERMINAL, [00,0 
OHM IMPEDANCE. SINUSOIDAL POWERLINE 
FREQUENCY, VARIABLE FROM O TO S50 VvoLTS 
‘PEAK TO PEAK. POWER REQUIRED: 115 vac 
50/60 Hz. Size: 114x|3x7e Supe, vibe 
25 tps. WITH MANUAL (NO SCHEMATIC) 

Price: Unuseo $45-80 $25 6 


> FR-I TATTSCTG FREQUENCY 
“*' METER wiTn six NIXIE 
TUBE READOUT. pai 

_f} EVENTS «N THE 20 Hz To 

| MHZ FREQUENCY RANGE, 
CouNTING INTERVALS: 
0.0001, 0.001, 0.01, 
0.1, |.0 or 10 seconps. DisPLay TIME CONTINU- 
OUSLY VARIABLE FROM LESS THAN | SEC To 5 SEc. 
100 KHZ INTERNAL CHECKING SIGNAL.) MANUAL OR 
AUTOMATIC CYCLING. SINE-WAVE INPUT MUST HAVE 
HIGH SIGNAL-TO-NOISE RATIO AND AMPLITUGE OF 
0.2-50 VRMS; OTHER WAVEFORMS CAN BE APPLIED 
BUT LEVEL METER MUST BE DISREGARDED. TIME IW- 
TERVAL MEASUREMENTS REQ IRE TWO hese tahh 
NEGATIVE PULSES 3-8 y. 1% AMPLITUDE AND 0.2 
To 10 u-sec curation. 115/230 VAC 50-1000 Hz | 
OPERATION. Size: S¥xl9xl44; Su wr: 70 Les. 


PRIicE: USED, REPARABLE, ’s $60 00° 


H-P 5228 ELECTRONIC DECADE 

- COUNTER, 10 Hz To 120 Kuz 
FREQ. RANGE; PeRiop: .0000I 
Hz To 10 KHZ. TIME INTER= 
vAL; 10 u-sec To JOOK sec. | 
RAckMOUNT, }9x102x13%; Supc 


wT: 60 ee USED, REP, Soo. $35, 00 


BECKMAN COUNTERS 


- BECKMAN 7360 UNIVERSAL 
- E/PUT METER AND TIMER, 
INDICATES E aa PERIOD, 
‘AND TIME. | MHZ RE- 
SP ONSE3 rete) a U=SEC TO By 4 
10 sec. SEVEN DECADES. 
boxiOxi6; ‘SHpG. wT: 65 tes. UseD, REP.,-$60s 


7870 UNIVERSAL E/PUT METER, simtLar To 7360 
Except DC To |!.5 MHZ. USED, REPARABLE, 


#7360 - $30. #7370 - $40. 


mm ROYCO MODULE 515 DATA COUNTER - 
PLUG-IN for particle monitors 
BEEDE meter relay trips one 

of two 12 VDC relays at pre- 
get count rate. Meter FS=1 ma 
10K or 100K counts/min. Alarm 
Override permits push button 
100, 1K, 10K, and 100K counts/ 
> min. range selection. Uses 
four printed circuit card. Reé- 


KLYSTRON TUBE 


eee S-200 MICROWAVE we : 2 
TUBE TESTER, cHEcKs LoW Pow- | a “< RG-52 MICROWAVE MEGANODE 
ER EXTERNAL AND INTERNAL NOISE GENERATOR wiTH POWER 
CAVITY. KLYSTRONS, PENCIL SUPPLY. USED FOR THE MEASURE: 
TRIODES, AND LIGHTHOUSE MENT OF NOISE FIGURE OR RE= 
TUBES LIKE 2C39B, 2K25, CEIVER GAIN AND FOR THE CALI- 
6BM6A, QK-SERIES, AND MANY BRATION OF STANDARD SIGNAL 
OTHERS. TESTS FOR FILAMENT SOURCES. FLUORESCENT GAS TUBE} 
CONTINUITY, SHORT CIRCUITS, Gives 8200 MHz to 12400 Muz 
OC VOLTAGES AND CURRENT, FREQUENCY RANGE. HAS THERMO= 
LIFE, RF MEASUREMENT, METER ATTACHED TO AID IN AD- 
Has METERS FoR 0-100-500 JUSTING THE WAVEGUIDE. THE 
GRID AND REFLECTIVE VOLTS; NOISE POWER ouTPUT ts 15.8 
0- 1500-5000 Beam votts; 0-5-100 Biicraneas MOUNTING FLANGE UG-39/U. Power 
AND U=0 FILAMENT VOLTS. FOUR VARIABLE TRANS- | SUPPLY INPUT 115v. 50-60 Hz. 
FORMERS SET REFLECTOR, BEAM, FILAMENT, AND WAVEGUIDE SIZE: 16x5zx 1 WT: 2% Les. 
GRID VOLTS. WITH TEST DATA ROLL CHART, Coot- | POWER suPPLY size: |12x7x7 wr: |5 Les. 
ING FAN FOR TUBES UNDER TEST, ANO TEST Leaps. |PRICE: WAVEGUIDE W/POWER SUPPLY, UNUSED $20 ° 
Power REQUIRED: 115 VAC 50-60 Hz. 15x19x1 633 
: 120 LBS SH WT. USED, REPARABLE, : 
‘| quires 115 VAC 60 Hz, +30, VDC and -15 VDC. Less cables/leads - $100. GUARD RECEIVER 
83x6x112, 7 lbs. sh. Used, excellent. $ : 

25. TRANSISTORIZED GUARD RE- ‘ 

CEIVER FROM MODIFIED 


Price: w/FS=10K count, 
[ S- VETER 
aia POWER ia y 0 5 B P OWE R M eal aL i eS RT- | 78/ARC-27; REPLACES 


ORIGINAL TUBE TYPE. UNIT 

. TS-9058/UP Sha hag La a CONTAINS GOLD-WASHED IF, © 

RR eideae RF, AND AUDIO AMPS; DE- 
RADIO AND RADAR SETS. FRE- 


- 290 320 SIGNED FOR SINGLE GUARD 
Pee toees ease: 0 To 50 CHANNEL FROM 238 To 248 Muz. IsT |.F.-25.1 


Bett MHz; 2ND |.F.-3.45 MHz. WITH OWN DETECTOR, 
KILOWATTS INOICATED rn : NOISE LIMITER, AND AVC sections; 4/2NI745 ” 
ROUNE. Ear nee ek Bawen TRANSISTORS ANDO 25.1 MHZ BANDPASS FILTER. 
sh hasten 115 VAC 80-1600 8x4$x4; 6 LBS. SH. $5821-953-9695, $14.95 


Hz. Size: |2x114x108; Sues. 
: ‘ E E 
wt; 32 tes. PRIiceE: USED, REPARABLE, #45, 


.e) 
\ THE FOLLOWING POER 
POWER SUPPLIES HAVE 
HARMONIC REGULATED 
POWER TRANSFORMERS. 
SOME OUTPUTS ARE ALSO TRANSISTOR REGULATED. 


PS736 HAS THE FOLLOWING ouTPUTS; 30v 0.5A 
30v la, |Ov 4a reEcG., |0v An REG., 
3.6v 1A REG. THE ouTPUTS ai INDEPEND~ 
ENT OF EACH OTHER. 22x63x6 
|) — sh wr 30ces #2090200 12. 
1 Be hee HAS THE FOLLOWING ouTPuTS: 3Ov 0.5A 
30v fa, 1O0v 0.5a, 10v Ja. |Ov ouTPuTs 
ARE TRANSISTOR REGULATED. 22x63x6. SH 
Wr Source PS-55685. 


NON-LINEAR aes DI = payers 
GITAL DC VOLTMETERS 3 
WiTH mbar acalls 13" 
HIGH READOUTS; AC Pow- 
ERED. USED, REPARABLE. oe 
MODEL 48] a 999 to 499.9 VDC, 
4844 9.999 to 999.9 voc; AUTO, 


#481 - $24. #484 - $33. 


TRANSISTORIZED SIGNAL TRACER For § 

use IN RF, {F, AND AUDIO aa Bt 

INPUT IMPEDANCE: 30 ae OHMS (fis? 
AND "50,000 OHMS f 
With 2" 8 onM S euvae 
TEST LEADS, AND 9 V. 

$7.95 BATTERY. 2x52x13, wT: 
3 Les. New, $555 


rae vac riba POWER SUPPLY; |NPuT: 
O Hz. Output: 12 VDC 

N 200 Mae (OUTPUT FROM TRANS- 

emer: 14 VDOC G 1.5 amps.) IN 
WMINUM CASE. SIZE; Bx 18x8. 

\20 LBs. UNUSED, 


——S 


GM-4 

GEARED MOTOR MOUNTED JMe 

SIDE FRAME WITH SHAFT & 

pheonete THAT ARE SB OF 
& 3s" apart. MoToR DES8- 
GNED FoR 24 v. CYC. 

3 PHASE, BUT CAN BE OPE- 

RATED FROM 24 v. 60 cyc 


CaP. US NE MIBRERSERS + BFO 


CAP’ HIGHER CAP. WILL INCRe 
EASE SPEED AND TORQUE. 
STAINLESS STEEL FRAME CAN BE 
REMOVED EASILY. INST. A ihe se 
3IZE: TRx2ExD2 3 10 Les.GE#9|60256-G4M N. $5.95 


Bm MA-| RANGE SERVO TEST SET 
f USED FOR TESTING AND TROU- 
BLE SHOOTING AIR FORCE 
TYPE “A™ SERIES RANGE SER- 
VOS. SPECIFICALLY, TEST 
PROVIDES MEANS OF MEASUR— 
{NG THE VARIOUS OPERATING - 
VOLTAGES OF THE RANGE SER- 
VO UNDER TEST AND LOCALIZ- 
THE TROUBLE WITHIN A RADAR GUNSIGHT SYS= 
gel TEM. CONTAINS 33" 50 MICROAMMETER WITH O-60 
HA0-150 ScaLes IN RED FoR ACV & 0-50/500 VOC 
SA SCALE IN BLK. SELECTOR SWITCHES, INDICATOR 
LIGHTS AND FOUR GORN CONNECTORS |2M & |2F a ? QUAL, HIGH, YOLINE, BOWER 
[WHICH ARE MALE & FEMALE |2 CONTACT ALSO CA= ios co. 1/8 Hp MoTOR , 450 CEM 
BLE WITH MATCHING DETACHABLE PLUGS. oe eee ESTIMATED), INLET 33!" 
Stze; |04x|O0x7S 1N ALUMINUM CASE. WT? Bah OUTLET 4" DIA. MOUNTED 
Price: Re-new $15.00 Bye FRAME 2OxGR a (ERAwE CANO HE meugveD) 
WT: LBS. USED : 
TUNED CAV I 
TS- 545/UP TUNED CAVITY, 


ROTRON HEAVY DUTY DUAL BLOWER, 220 VOLT 2 A. 
3 pHase, 3100 Rem, 50/60 HZ. MOTOR SHAFT 

DESIGNED TO INDICATE RELA- 1/2" pia. 2-1/2" Le. BLOWER INLET 4", OUTLET 

TIVE POWER, OUTPUT, FRE& WITH FLANGE 53x52, MOUNTING BASE 6x97" 5 

QUENCY, RESONANCE, AND wT:40 Les. URC#4345 useD $24.9 

GENERAL EFFECTIVENESS OF ; 

A RADAR SYSTEM} RECEIVES 


Mm AND TRANSMIT From 1150 To 
Wi 1350 Maz putseD. RESON- 
“ANCE INDICATED BY NEEDLE 
DEFLECTION OF 33" ROUND 
0 to {00 DC micRoammMeTER 
FREQUENCY READ FROM VERNI-. 
ER-TYPE DIAL. Decay: 3.5 oB/u-sec; 
vity: | 08 PowER Loss FoR 5O VAROS RING- TIME 
PoWER REGUIRED; NONE. Size: | 14x8x94 
_Supg. WT: 40 Les. Price: Useo, $49.50 


S-270 SIMILAR To ABove 2630-2970 MHZ $39.95 


TAKE SOPe OF 
MARKED PRICES your specific needs, am 
THESE (TEMS! | 
° For TV-2 & TV-7 tube | 
SUGAR READER testers: Meters, $8 ea. 
CALBIOCHEM MR340 GLUCOSE Switches, $3.00 each 
MINI-READER; A SMALL 


Pi cee WaveceWcrn (340 nm) - = = = 


| UCTRAW OLE coor OMT we fom R=S9OR Resoe ange 
- COSE LEVELS IN BODY FLU- R-388 rec eivers: : me 
Slugs $3 ea. Coils $ 


4 los. USE OF THE INSTRU- 
a MENT INVOLVES THE PLAC- 

Need other parts? Write 
for quote, 


TiC MSR=4 (CV-591) SSB 
CONVERTER, 2-32 Mhz... oe 
30 lbs sh. Used, pis. 
FLUKE 8300A DIGITAL VM: 
DC-AC-MV/ohms-BCD out, 
5$ digit. Reparable 275 
TSI UNIV. COUNTER, 10 Hz 
to 2.9 Mhz, dual- channel Ny 
time interval, rep. ei 


a 


‘ x bs om 
< GUCOSE yy ‘ : 
TARLAC EM, SUES MODEL MR AD. 4 -_ => = _ —_- = 


eee 
ING OF A SAMPLE SOLUTION IN A SPECIAL CULVET 
(NOT AVAILABLE) BETWEEN THE KNOWN LIGHT 
SOURCE AND A PHOTORESISTIVE CELL. 

RequiRED: 115 VAC 60 Hz. Size: 4x7ax42; 
SHPG. WT: @iBs. PRICED Unused, $29.95 

ING 


18 LBs. 


TS-170/ARN-5 TEST OSCILLATOR 
USED FOR PRE-FLIGHT CHECKING 
OF GLIDE PATH RECEIVERS SEN- 
SITIVITY ANDO AUDIO CHANNELS. 
CRYSTAL CONTROLLED ON THREE 
PRESELECTED FREQ. 332.6,333. 
335 MC. MODULATION FREQe 90 
& {50 crye. METER 18 2" 0-| 
}DC MILLIAMETER. BATTERIES 
REQUIRED 2/\.5 voc ano 2 


45 Vv WT:29 Les. 
Sigek 12x 16x24 UNUSED $29.50 | 
MODEL 


337 TACH & § 
VOLTME 


Rs FOR AUT 
OMOTIVE USE. ; 


TERMS: Cash, MasterCard, | 


TACH 
RANGES Q-|000 & O- 
5000 RPM, VOLT DC 
RANGE O-{8 ALSO 
PROVISIONS FOR 
PLUGING IN TIMING 
aa W/TUBES i/ 

, 1/2021. METER 
aan CHROME DOO MUAg 
For 6/12 voc tial 
SiZE: 13x5x5 5 LBS. 


COIN REGISTER 

MECHANISM 

CONTAINS TWO 

ACTUATING ; 

PLATE TYPE SEL 

enotos 300 AnD 

{200 o#Ms. 

Cramer |15v60 cycle, 5 RPM 
SYNCHRONOUS MOTOR, OPEN FRA 
me |15 v. 60 cYyc.: GEARED MO 
TOR, WITH GEARED MECHANISM 
AS USED IN COIN OPERATED TV 
PROGRAM SELECTOR SYSTEM. 
| ALSO GEARS,LITES COIN NUMB- 
ERING FECORGING DIALS ETC. 


BELL SINGLE "STROKE 50-90 
VOLTS D.C. 25") GONG. 
PARTRICK&WILKENS 9O0v0C $2 


BELL 20 Hz. 90 v. FOR TEL- 
| EPHONE HAND CRANK GENERAT~4 O 
25" GonG.WHEELOX VP2-| $5 


ISSNER PLuc-tn Cotts, 3 | 
IN SET INCLUDING OSC. GRID) 
OSC. PLATE, AND ee: ' 


No. KHZ. PRICE Ps 
3C368-14 1000-1170 $3.00 
3€2500-5} 2040-2410 2.00} 
$€2500-52 2395-2835 2.50 


STANDARD 4,5,6 PRONG SOCK- 
ETS REQUIRED FOR EACH an 


be 18 & RU-19 R 
l SETS. & ACLESSG 
330 


TRANSMITTER Play core VARI- 
OMETER TYPE 5.3-7Mc. 

4x2i" #7249 RE-moveo $2 
eg Ae Osc. M.O 
For 7-9. 


ITELEMETER PROGRAM SELECTOR 
USED FOR PAY TELEVISION, 


|CHOICE OF 3 PROGRAMS, PRE- | BUZZER 6-12 voc. |xlgxa" 
RECORDED TAPE GIVES PROG- 


| Enwaros#!372 pcso788c $2 
RAM INFO. & AMOUNT OF MONEY 


THAT 1S TO BE PUT IN REGIS-f— RELAY SENSITIVE TYPE 300 
TER FOR EAs PROGRAM, AS OHMS,OPERATES 2.09 VOLTS 
SHOWN ON THE COIN REGISTER.| s.P.0.T. RCAIII80I-1 $1.5C 


A 8 Mc. SIGNAL 1S USED To 
TRIGGER THE MECHANISM ANO QUAL TESTER; R.P.M. 
0-1000 & 0-5000 sc. 


WE ASSUMED A 35 MC SIGNAL 
ECARRIES THE VIDEO AND VOICE A VOLTS scace 0-18 vos 
i( {TEMS LISTED BELOW ARE PAR LOWER METER IS FOR 
T OF THIS UNIT AND CAN BE #1 TESTING SPARK ADVAN 
PURCHASED SEPARATLY. a m CE. ALSO PUG FOR 
TRANSDUCER ADAPTER. 


SIZE: LOXTX7 3 Worse 25 
COMPLETE UNIT 1001/5. $9. 95 Uses TuBes | EA.2D2 
6AL5,6AU6,5696 ano 


GENERAL RADIO por S71 OLD | No.336D/5p5_: Twa Ancaster 


PRECISION POT OHMS. 500 
Sica} FBS Tak, 9298) | SON SON. oNo, gee 


sie. 95U 
QO. CO§L 
: Mc. #6032" REM $l 


RECEIVER |.F. Cott 2830KHZ 
7277 6-9.) MHZ Ist 1.F $2 
‘7278 NOT AVAILABLE, 727 
‘CAN BE USED F 7278, RE-MTG. 
7279 6-9.| MHZ 3ro° IF $2. 
5856 6-9.| osc. {ie 50 
6234 6-9. | RF SECTION $5 


REcEIveER Cotts 1415 MHZ 
7274 3-6 MHZ. IST a 2 
WPM ote 31: Dan | , 


CW-47072 4000-6000. * 
G-47075 9050-13675 " 


T-a/FRG Peau CotLs 
. cea TYPE WITH BANANA Oe nky Mione a eee 


CW-23012 Remote TUNER 


1 O£-JUR dua FOTENTvOMETER, 
OLD STYLE, |OK OH 
Mover 2600, 3% aa "$1.50 


Saye 100 geet POT TYPE 314 


S OHM, 3X 3/16" 
a OOD DMAL 13> 98 95 


FAIRCHILD THe 746, 23K oHN 
2,5 WATTs, Ole "1 xld, 
#7630490,’ ae 


THE MUTER CO. TYPE 433 AC 
Pot (REAL ANTIQUE), 10K 
5x2#. #C10B-2738, $1.50 


SPECTROL MODEL 300-5041 
buat 100K oHM ee POT$ 


5%. 2x18, #1258, $4.9 


LESS TUBES $9.95 w/rupesd | 


gm COIL & CONDENSER 
em TESTER W/OHNMETER 
*4 FOR AUTOMOTIVE USE 
VIBRATOR SUPPLIES 
THE NORMAL CURRENT 
TO THE COIL AT PRO 
PER DOWELL. CAPACI- 
f TORS ARE CHECKED 
f FOR CAPACITY, LEAK 
AGE, RESISTANCE ET 
ASIDE FROM THESE 
METER ALSO HAS A 
4332 100,000 oHMMETE 
SCALE METER 18 42" SATIN 
CHROME 500 MOA ER fo enc 
VOLTAGE REQ 
w/ TUBES picts 1/oke, Te xa 
S1ze:14x5x6; |Orps $14.95 U 


TAPE WAGAZ INE i/4 * 

66 FT. CONTINUOUS eggs 

LOOP TYPE.HAS REC~ jie 
ORDING HEAD,FOR he 

20 RPM OPERATION. 

USED WITH COIN 

REGISTER DISCRIB- 

ED ABOVE. (NOT MOTORIZED) . 
Ucar rei * wT: 2 Les. 
TeL-T apes! 003 


TELEMETER CHASSIS; wiTH 4" 
APEAKER,2 PLATE RELAYS, RF 
colLs FOR 8 Mc. 115 v 

POWER SUPPLY, OUTPUT |50voc 


4|lapHT lea.Size: Ibs See 


RE-Move $3.00 


NUMBER FREQUENCY KHZ 
15385 . 2800-2850 
3516-3800 
5845-5000 
5195-6000 
7180-7573 
7573-7600 
9230- | 0000 
| 1720-12000 
1544  |4850-|5000 
STock# use T-4 & Coit # 


COILS-M1XED-NUMBERS-TRANS. 
WITH BANANA JACKS. 
NUMBER soe: KAZ 


3550-4 


235 
50113 2000- 460 003s. % 
#9950 LARGE COILS &(NUNBER 


BRERARAARER 


CW-23087 Switch Box © 
CW- 22266 Test METER — 


pape RECE! VER BFO. Co 


DUAL AIR TRIM 


HIT rae SHAFT TaP oF 


| ec-683 Loe Gore 


BC-348Q_ REGE Ive 
Ist 981952 iar 
2n0 9AI953 § 


——=<- i osetn deme nit 


